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fafant , 1217, 2t 14, 1966 / 19 25 , 1887 
No. 43 ] NEW DELHI, MONDAY, FEBRUARY 14, 1966 /MAGHA 25, 1887 
इस भाग में भिन्न पष्ठ सख्या वो जाती है जिससे कि यह अलग संकलन के रूप में रखा जा सके । 
Separate paging is given to this part in order that it may be filed 

as a separate compilation . 
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MINISTRY OF COMMERCE 

NOTIFICATIONS 

New Delhi, the 14th February 1966 
S . O . 496 . - In exercise of the powers conferred by section 7 of the Export 
(Quality Control and Inspection ) Act, 1963 (22 of 1963 ), the Central Government 
hereby recognises the organisations mentioned in Schedule I annexed hereto as 
the agencies for the inspection of thc rubber hoses specified in Schedule II 
annexed hereto prior to their export , subject to the condition that every such 
organisation shall give adequate facilities to an officer of the Export Inspection 
Council, duly authorised by the Council, to examine the method of inspection 
tollowed by that organisation in granting the certificate under sub - rule ( 4 ) of 
rule 4 of the Export of Rubber Hoses ( Inspection ) Rules , 1996 . 

SCHEDULE I 
1 . M /s . R . V . Briggs & Co. ( P ) Ltd ., 9, Bentinck Street, Calcutta - 1, 
2 . M / s. Mitra S . K . ( Pvt. ) Ltd ., 6 , Mission Row , Calcutta - 1. 
3. M / s. Superintendence Co. of India Ltd ., 31, 32 , 33, C .I. T . Road 

Calcutta - 14 . 
4 . M / s . General Superintendence Co. ( India ) Pvt. Ltd ., " Sorab Mansion " 

35 , Murzban Road , P .O . Box No. 508, Bombay - 1 . 
5 . M / s . Italab Pvt. Ltd ., Meher House , Cawasji Patel Street, Bombay - 1 . 
6 . M /s . Inspection Testing Co. (India ) Pvt. Ltd ., 24 , Chittaranjan Avenue , 

Calcutta - 12 . 
7. M / s. Cargo Inspectors & Superintendence Co. Pvt. Ltd ., 17 , Brabourne 

Road, Calcutta - 1 . 
8 . M /s . Therapeutics Chemical Research Corporation , 92, Morland Road , 

Byculla , Bombay - 8 . . 
9 . M / s . Essen & Co., Eighth Main Road , Malleswaram , Bangalore - 3 . 
10 . M / s . Geo - Chem Laboratories Pvt. Ltd ., 294 , Frcle Road , Bombay - 1 . 
11 , M / s . Chem -Med Analytical Laboratories, 27, Western India House, Sir 
Pheroz Shah Mehta Road , Bombay - ) . 

( 179 ) 


180 


THE GAZETTE OF INDIA EXTRAORDINARY 


[PART II 


SCHEDULE IT 
1. Water Delivery Hose (Woven Reinforcement ) . 
2 . Water Delivery Hose ( Braided ). 
3. Water Suction Hoxe , 
4 . Steam Hoge. 
5 . Air Hose . 
6 . Oil Resisting Hose, 
7 . Chemical Hose ( excluding organic liquid solvents ). 
8 . Welding Hose, 
9. Pneumatic Tool Hose , 
10 . Sand Blast Hose . 
11 . Spray Hose. 
12 . Radiator Hose , 
13. Railway Vacuum Brake Hose, 
14 . Railway Water Feed Hose . 

IN .). 60 ( 127 ) Exp .Insp / 65 . ] 


S . O . 497 . - In exercise of the powers conferred by section 17 of the Expert 
( Quality Control and Inspection ) Act , 1963 ( 22 of 1963 ) , the Central Govern 
ment hereby makes the following rules, namely : 


1. Short title and Commencement.- ( 1 ) These rules moy be called the Export 
of Rubber Hoses (Inspection ) Rules , 1966 . 

( 2 ) They shall come into force on 1st April, 1966 . 


2 . Definition , - - In these rules rubber hoses mean any of the hoses mentioned , 
in the Schedule to these rules , made from compounded vulcanized rubber re 
inforced with woven fabric or braids of cotton , synthetic yarns and wires over 
the rubber lining, used for the purpose of discharge or suction of all types of 
fluids under high or low pressure . 


3 . Basis of Inspection , Inspection of rubber hoses for export shall be carried 
but with a view to seeing that rubber hoses conform to either the standard speci 
fications recognised by the Central Government under section 6 of the Export 
( Quality Control and Inspection ) Act, 1963 (22 of 1963 ) or to the specifications 
stipulated in the export contract as declared by the exporter . 


4 . Procedure of Inspection ( 1 ) The exporter intending to export rubber hoses 
shall give intimation and submit a declaration of the specifications, if any, sti 
pulated in the export contract, to any of the agencies recognised under section 7 
of the Export ( Quality Control and Inspection ) Act, 1963 ( 22 of 1963 ) . (herein 
after referred to as inspection agency ) to enable it to carry out inspection in 
Accordance with rule 3 . 

( 2 ) Every intimation and declaration under sub - rule ( 1 ) shall be given not 
less than two weeks before the expected date of shipment. 

( 3 ) On receipt of the intimation and declaration under sub - rule ( 2 ), the inspec 
tion agency shall inspect the consignment of rubber hoses with a view to seeing 
that the same conforms to the aforesaid standard specification or the specifica 
tions stipulated in the export contract as declared by the exporter . 

(4 ) If after inspection the inspection agency is satisfied that the consignment 
of rubber hoses to be exported complies with the requirements of rule 3 , it shall, 
within seven days of the receipt of the intimation and declaration under sub - rule 
( 2 ) issue a certificate to the exporter declaring the consignment export -worthy . 

5 . Place of Inspection . Inspection for the purpose of these rules shall be car 
ried out either 

( a ) at the premises of the manufacturer ; or 
( b ) at the premises at which the goods are offered by the exporter , provid 

ed adequate facilities for the purpose exist therein . 
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6 . Inspoction Fee . Subject to a minimum of Rs. 75 :00, a fee at the rate of 
twenty paise for every one hundred rupees of invoice value of each such consign 
ment shall be paid as inspection fee under these rules. 

7. Appeal. - ( 1 ) Any person aggrieved by the refusal of the inspection agency 
to issue a certificate under sub - rule ( 4 ) of rule 4 may, within ten days of receipt 
of the communication of such refusal by him , prefer an appeal to a panel of 
experts, consisting of not less than three persons, constituted by the Central 
Government for the purpose . 

( 2 ) The decision of the panel of experts on such appeal shall be final. 


THE SCHEDULE 
1. Water Delivery Hose (Woven Reinforcement) . 
2 . Water Delivery Hose (Braided ) . 
3. Water Suction Hoge . 
4 . Steam Hose . 
5 . Air Hoge . 
8 . Oil Resisting Hose. 
7 . Chemical Hoşe ( excluding organic liquid solvents ) . 
8 . Welding Hose , 
9 . Pneumatic Tool Hosę. 
10 . Sand Blast Hose . 
11. Spray Hoge . 
19 . Radiator Hoge . 
13. Railway Vacuum Brake Hoge. 
14. Railway Water Feed Hose. 

(No. 60 ( 127) Exp . Insp /65. ] 
A C . BANERJEE , Jt. Secy . 
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